Attachment A to December 15, I997annual report of Nicotine Yield Rating Information submitted 
by Philip Morris Incorporated to the Massachusetts Department of Public Health 


Brand "Nicotine" 

1 Alpine KFMHP 1 

2 Alpine KFMSP 1 

3 Alpine 100's 100FMSP 1 

4 Alpine Lights KFMHP 0-7 

5 Alpine Lights KFMSP 0.7 

6 Alpine Lights 100's 100FMSP 0.7 

7 Benson & Hedges KFHP 1 

8 Benson & Hedges 100’s 100FHP 1.2 

9 Benson & Hedges 100's Menthol 100FMHP 1.2 

10 Benson & Hedges 100’s 100FSP 1-1 

11 Benson & Hedges 100's Menthol 100FMSP 1.1 

12 Benson & Hedges Deluxe Ultra Lights 100's 0.5 

100FHP 

13 Benson & Hedges Deluxe Ultra Lights 100’s 0.4 

Menthol 100FMHP 

14 Benson & Hedges Lights 100's 100FHP 0.8 

15 Benson 8. Hedges Lights 100's Menthol 1O0FMHP 0.8 

18 Benson & Hedges Lights 100's 100FSP 0.8 

17 Benson & Hedges Lights 100's Menthol 100FMSP 0.8 

18 Benson & Hedges Special Kings KFHP 1.1 

19 Benson & Hedges Special Kings KFMHP 1.1 

20 Benson & Hedges Special Kings Lights KFHP 0.9 

21 Benson & Hedges Special Kings Lights KFMHP 0.9 

22 B & H Multifilter KFSP 0.8 

23 Bristol KNFSP 1-7 

24 Bristol Full Flavor KFSP 1 -2 

25 Bristol Full Flavor 100’s 100FSP 1.2 

26 Bristol Lights KFSP 0-8 

27 Bristol Lights Menthol KFMSP 0.8 

28 Bristol Lights 100's 100FSP 0.8 

29 Bristol Lights 100’s Menthol 1QOFMSP 0.8 

30 Bristol Lowest KFSP 0.1 

31 Bristol Lowest 100 100FSP 0.2 

32 Bristol Ultra Lights 100 100FSP 0.5 

33 Bucks Full Flavor KFSP 1 

34 Bucks Lights KFSP 0-8 

35 Cambridge Full Flavor KFSP 1-1 

36 Cambridge Full Flavor 100's 10OFSP 1.1 

37 Cambridge Lights KFSP 0-8 

38 Cambridge Lights Menthol KFMSP 0.8 

39 Cambridge Lights 100's 10QFSP 1 0.8 

40 Cambridge Lights 100's Menthol 100FMSP 0.8 

41 Cambridge Lowest KFSP 0-1 

42 Cambridge Lowest 100 100FSP 0.2 

43 Cambridge Ultra Low Tar 100 100FSP 0.4 

44 Cartier 100 10's 100FHP 0.7 

45 Cartier 100 10’s Menthol 10OFMHP 0.7 

46 Cartier 100 20's 10OFHP 0.7 

47 Cartier 100 20's Menthol 100FMHP 0.7 
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48 Commander RNFSP 

1.3 

49 Commander KNFSP 

1.7 

50 English Ovals KNFHP 

2 

51 Hi-Lite 100FHP 

1.1 

52 Marlboro KFHP 

1.1 

53 Marlboro 83’s KFHP 

1.1 

54 Marlboro Menthol KFMHP 

1 

55 Marlboro KFSP 

1.1 

56 Marlboro Menthol KFMSP 

1.1 

57 Marlboro 100's (gold package) 100FHP 

1.2 

58 Marlboro 100’s (gold package) 100FSP 

1.1 

59 Marlboro 25’s KFSP 

1.1 

60 Marlboro Lights KFHP 

0.8 

61 Marlboro Lights Menthol KFMHP 

0.7 

62 Marlboro Lights KFSP 

0.8 

63 Marlboro Lights 100’s 100FHP 

0.8 

64 Marlboro Lights 100's Menthol 100FMHP 

0.8 

65 Marlboro Lights 100’s 100FSP 

0.8 

66 Marlboro Lights 25's KFSP 

0.8 

67 Marlboro Medium KFHP 

0.9 

68 Marlboro Medium KFSP 

0.9 

69 Marlboro Medium 100’s 100FHP 

1 

70 Marlboro Medium 100's 100FSP 

1 

71 Marlboro Ultra Lights KFHP 

0.5 

72 Marlboro Ultra Lights (Nashville) 100FHP 

0.5 

73 Merit KFHP 

0.6 

74 Merit KFSP 

0.6 

75 Merit Menthol KFMSP 

0.6 

76 Merit 100's 100FSP 

0.8 

77 Merit 100’s Menthol 100FMSP 

0.7 

78 Merit Ultima KFHP 

0.1 

79 Merit Ultima KFSP 

0.2 

80 Merit Ultima 100’s 100FHP 

0.2 

81 Merit Ultima 100's 100FSP 

0.2 

82 Merit Ultra Lights KFHP 

0.4 

83 Merit Ultra Lights KFSP 

0.4 

84 Merit Ultra Lights Menthol KFMSP 

0.4 

85 Merit Ultra Lights 100’s 10QFHP 

0.5 

86 Merit Ultra Lights 100’s 100FSP 

0.5 

87 Merit Ultra Lights 100'S Menthoi 1Q0FMSP 

0.5 

88 Parliament Lights KFHP 

0.7 

89 Parliament Lights KFSP 

0.7 

90 Parliament Lights 100’s 100FSP 

0.9 

91 Philip Morris IntemationaMOOFHP 

1.2 

92 Philip Morris International Menthoi 100FMHP 

1.2 

93 Players RNFHP 

1.6 

94 Players KFHP 

0.9 

95 Players Menthol KFMHP 

0.8 

96 Players 100’s 100FHP 

1 

97 Players 100's Menthol 100FMHP 

1 

98 Players Lights 25’s KFSP 

0.7 

99 Players Lights 25’s Menthol KFMSP 

0.7 

100 Players Lights 25’s 100's 100FSP 

0.8 
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101 Players Lights 25's 100’s Menthol 100FMSP 0.8 

102 Saratoga 120's 120FHP 1.1 

103 Saratoga 120’s Menthol 120FMHP 1.1 

104 Virginia Slims 100FSP 1.1 

105 Virginia Slims Menthol 100FMSP 1.1 

106 Virginia Slims 100 10’s 100FHP 1.1 

107 Virginia Slims Menthol 100 10’s 100FMHP 1 

108 Virginia Slims Lights 100FHP 0.7 

109 Virginia Slims Lights Menthol 100FMHP 0.6 

110 Virginia Slims Lights 120's 120FHP 1.1 

111 Virginia Slims Lights 120's Menthol 120FMHP 1.1 

112 Virginia Slims Lights 100 10’s 100FHP 0.6 

113 Virginia Siims Lights Menthol 100 10's 100FMHP 0.7 

114 Virginia Slims Ultra Lights 100 10OFHP 0.5 

115 Virginia Slims Ultra Lights 100 Menthol 100FMHP 0.5 

116 Virginia Slims Superslims 100 100FHP 0.5 

117 Virginia Slims Superslims 100 Menthol 100FMHP 0.5 
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